Sanitized Copy Approved for Release 2009/1 1/05 : CIA-RDP89B00569R000300160146-1 

** 'AGE s 




25X1 


25X1 

25X1 

25X1 
I 25X1 


25X1 


25X1 


21522 7 SEPT §7 


S E CRET 


OPS (i.,2) 
S/C (3) 


TOR: 2152Z 7 SEPT 5? 


HS-732SN-38, F/10, 0- 6*= 


sswnsG 

3.1 :!i . 

. I . & i 
I <;T 


25X1 


LIFE CYCLE 15623. 


lo BOTH 6037 AND 6038 80$ FAILURE DUE TO IMPROPER SETTING OF 


2 0 WITH TAKE-OFF BEFORE SUN-RISE, MARK SHOULD BE 

, AFTER 3UN-R I SE & MARK SHOULD BE TO LEFT 0 

3o CHECK MANUAL CLOSELY BEFORE ANY SET-UP. 

END OF MESSAGE 


RIGHT OF 


SECRET 



A 


¥ 


sATkODUCTJGN BY OTHER THAN THE ISSUING '■ OFFICE Is PROHIBITED, 


Copy Ho. 


25 YEAR RE-REVIEW 


Sanitized Copy Approved for Release 2009/11/05 : CIA-RDP89B00569R000300160146-1 






